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Feature 

The RFU-95UCX RFU adaptor enables you to watch your 
camcorder's playback pictures on the TV that does not have audio/ 
video input jacks. 
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Operating Instructions 

Before operating the unit, please read this manual thoroughly and 
retain it for future reference. 

Mode d'emploi 

Avant la mise en service de cet appareil, priere de lire 
attentivement ce mode d'emploi et de le conserver pour toute 
reference future. 

Manual de instrucciones 

Antes de utilizar la imidad, lea detenidamente este manual, y 
conservelo para futuras referencias. 



Caracteristique 

Le modulateur HF RFU-95UCX permet de regarder I'image du 
camescope sur un televiseur non equipe de prises d'entree audio/ 
video. 
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Caracten'stica 

El adaptador RFU-95UCX le permitira contemplar las imagenes 
reproducidas por su videocamara en un televisor que no disponga 
de tomas de entrada de audio/ video. 



For the Customers in the U.S.A. 
WARNING 

You are cautioned that any changes or modifications not expressly 
approved in this manual could void your authority to operate this 
equipment. 

This mark indicates that this product is a genuine 
accessory for Sony video products. When purchasing 
Sony video produsts, Sony recommends that you 
purchase accessories with this "GENUINE VIDEO 
ACCESSORIES" mark. 



Cette marque indique que ce produit est im accessoire 
prevu pour les produits video Sony. Quand vous 
achetes un produit video Sony, nousvous conseillons de 
vous procurer des accessoires portant cette marque 
"GENUINE VIDEO ACCESSORIES". 



^Sm^'\ Esta marca indica que este producto es genuino y esta 
'^BW' relacionado con productos de video Sony. Cuando 

adquiera productos de video Sony, Sony recomienda 
solicitar accesorios con la marca "GENUINE VIDEO 
ACCESSORIES" (accesorios de video genuinos). 
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Connections to a TV 

Connect the camcorder to your TV using 
this adaptor. Also use the conversion cable 
VMC-RFX (supplied) depending on the 
shape of the terminal on your camcorder. 
Set the channel selector on the adaptor 
and your TV channel to VHP charmel CH3 
or CH4, whichever is not active in your area. 
With this connection, the sound is monaural. 



Raccordement a une TV 

Raccordez le camescope a la TV avec ce 
modulateur HF. Le cable de conversion 
VMC-RFX (fourni) peut aussi etre utilise si 
la forme de la borne du camescope I'exige. 
Reglez le selecteur de canal sur le 
modulateur HF et votre canal TV sur le 
canal VHF CHS ou CH4, celui qui est libre 
dans votre region. Avec ce type de 
raccordement, le son est monaural. 



Conexiones a un televisor 

Conecte la videocamara a su televisor 
utilizando este adaptador. Ademas, utilice 
el cable de conversion VMC-RFX 
(suministrado) dependiendo de la forma 
del terminal de su videocamera. 
Ajuste el selector de canales del televisor a 
CH3 o CH4 de VHF, el canal que no este 
activo en su zona. Con esta conexion, el 
sonido sera monoaural. 



VIDEO OUT - 




RFU DC OUT — ' >^ AUDIO OUT 
: Signal flow/Sens du signal / Flujo de la serial 




Specifications 

Output channels US 3CH/4CH 

Output level 65 ± 3 dB\i 

Insertion loss 3 dB 

Power requirements 5 V 

Length of the cable 
RFU-95UC Approx. 1,500 mm 
VMC-RFX Approx. 200 mm 

Design and specifications are subject to 

change without notice. 



Specifications 



Canaux de sortie US3CH/4CH 
Niveau de sortie 65 ± 3 dBp 

Affaiblissement d'insertion 3 dB 
Alimentation 5 V 

Longueur du cable 
RFU-95UC Approx. 1 500 mm 

VMC-RFX Approx. 200 mm 

La conception et les specifications sont 
sujettes a la modifications sans preavis. 



Especificaciones 

Canales de saUda US 3CH/4CH 

Nivel de salida 65 ± 3 dBp 

Perdida de insercion 3 dB 
Alimentacion 5 V 

Longitud del cable 
RFU-95UC Aprox. 1 500 mm 
VMC-RFX Aprox. 200 mm 
El diseno y las especificaciones estan 
sujetos a cambio sin previo aviso. 



